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in air. From the modification of their appearance, and the measure¬ 
ments originally made from them, their identity was not quite 
apparent, although probable. 

It thus appears that, with the spark, the cyanogen spectrum is 
nothing like so strongly marked, as is the case with the flame of the 
gas, only one group of bands being represented, and that when the 
spectrum is taken in air the cyanogen does not appear, because in 
all probability the substance is oxidised. 

I have already stated that the formation of cyanogen which yields 
the characteristic spectrum is a synthetical operation, that compound 
substances, when burnt in flames, do not, as a rule, emit the spec¬ 
trum of the compound, but the spectrum of one or more of the 
elements of which it is composed, or that of one or other of its 
products of combustion. 

How then are we to account for the cyanogen spectrum in the 
flame of burning cyanogen ? 

The conditions under which combustion takes place are these: 
there is an excess of the gas, the temperature of the flame is exceed¬ 
ingly high, and the gas within it is not in contact with a solid sub¬ 
stance, hence immediate decomposition does not occur, and the 
gaseous compound is heated to incandescence. 

“ Variation in Portunus depurator ” By Ernest WARREN, B.Sc., 
Demonstrator of Zoology at University College, London. 
Communicated by W. F. R. Weldon, F.R.S. Received 
July 1, 1896. 

The following measurements were undertaken at the proposal of 
Professor W. F. R. Weldon, and to him I am greatly indebted for 
many suggestions, and for the kindly help he has always so readily 
given me. 

The crabs were obtained from the Biological Station at Plymouth, 
and sent at intervals during a period of about two years, dating from 
the autumn of 1893. Only males were measured. Seven measure¬ 
ments were made on each individual, corresponding to those made by 
Professor Weldon on the female of Garcinus moenas (‘ Roy. Soc. Proc./ 
vol. 54). 

1. Carapace length, AB (fig. 1). 

2. Total carapace breadth, CC 7 . 

3. Frontal breadth, DD 7 . 

4. Right antero-lateral, AC. 

5. Left antero-lateral, AC 7 . 

6. Right dentary margin, CD. 

7. Left dentary margin, CD 7 . 
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The total number of crabs measured was 2300. The determina¬ 
tions were made with compasses and a 3-decimetre ivory scale divided 
into half millimetres. The measurements were recorded to the tenth 
of a millimetre. As a test of accuracy, fifty crabs were indiscrimi¬ 
nately taken out of a large number which had previously been 
measured; these were remeasured, and the results compared with 
those before obtained. It was found that the mean difference between 
any two measures of the same dimension was 0T07 mm. 

FiO. 1 .—Portunus depurator $ (Plymouth, 1893-95). 

A 



Continuous outline represents a crab with carapace length AB = 28’5 mm. Dotted 
outline represents a crab with carapace length AB = 46'8 mm. 


Since the crabs were growing, and so varied much in size, it was 
necessary to reduce the measures to percentages of some standard 
dimension. The carapace length (AB) was selected, and all the 
measurements are expressed as thousandths of this dimension. 

The first point to ascertain is whether the mean of the different 
“ organs ” varied as the crab increased in size. To determine 
this, the crabs were sorted into groups, according to the length 
of their standard dimension, then the arithmetic mean was found 
for the remaining six dimensions. In each group the change 
in length of carapace was comparatively small, and had to be 
neglected. The following table gives the results which were thus 
obtained:— 
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thousandths of carapace length. t In terms of *004 of carapace length. 
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As an example we may take the total breadth. Here the observed 
range of variation is from 1370 to 1227 thousandths of the standard. 
The unit of deviation employed is 0*004 of the carapace length ; thus, 
with this unit the range of deviation in the total breadth is expressed 
by the number 36. The crabs varied in absolute length of the 
standard from 20*0—48*6 mm., and in the fourteen groups the 
means are expressed in thousandths of carapace length, but the 
errors of mean square and all the constants that will hereafter be 
given are expressed in terms of the above unit of deviation. 

The length of the standard is taken as a criterion of age ; this 
may, of course, be only roughly true, and it seems quite possible that 
the somewhat large fluctuations which are observed in the means are 
due to the groups being in reality slightly heterogeneous by including 
crabs of somewhat different ages. 

On glancing down the means of the several dimensions, it will be 
seen that a state of equilibrium is nowhere reached except perhaps 
in the case of the total breadth; thus, throughout life the crab is 
gradually changing its, shape. This species, like the closely allied 
Garcinus moenas , is probably sexually mature when only some 20— 
30 mm. long hence, when all its organs are in a rapid state of 
change the crab can propagate its species. Here is an argument, so 
it would seem, against the transmission of acquired characters, for 
otherwise the earlier broods would tend to have a somewhat different 
shape to the later ones, and this is scarcely probable. To illustrate 
this change in shape fig. 1 was prepared. The continuous outline 
represents a crab with carapace length = 28*5 mm.; the broken out¬ 
line is the same crab when it has grown to 46*8 mm.; the angle 
CAC' opens out by about a degree. This, of course, is only true on 
the supposition that natural selection has not occurred with respect to 
these dimensions. The error of mean square of each group is given 
in the columns to the right of the means. This constant we take as 
a measure of the variability of an organ, and in no case is there a 
distinct tendency for it to diminish as we pass down to the groups 
containing the older crabs, while in the dentary margins there is an 
obvious increase. Hence, at the present period in the life of the 
species we have no evidence of selective destruction with regard to 
the dimensions here discussed. It is possible, however, that all the 
dimensions are really more variable as the crab grows older, but that 
this greater variability is concealed by the action of natural selection 
in all cases except in the dentary margins. 

We will now treat each organ separately. 

Total Breadth .—On referring to the table, it will be seen that 
groups 4—-14 have means which remain fairly steady, and show 

* This point is now being investigated. Female Carcinus occurs in berry when 
only some 20 mm. long. 



Fig-. 2.—Total Breadth. 1923 Individuals. 
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Horizontal scale represents thousandths of carapace length. Vertical scale represents number of individuals. 





















226 


Mr. E. Warren. 


no marked tendency either to rise or fall. With these 1923 indi¬ 
viduals a curve of frequency was drawn (fig. 2 ). Its constants 
were calculated by the method employed by Professor Karl Pearson 
(* Phil. Trans./ vol. 186). Range of variation = 1227—1370 thou¬ 
sandths of standard, unit of deviation is 0*004 of carapace length; 
therefore the observed range = 36 units, reckoning from 1227 
upwards. 

Centroid vertical (= position of arithmetic mean) = 39*102964. 

The second moment about the centroid (/*,) = 26*400476. 

Standard deviation (error of mean square), a = */jll 2 = 5*138139. 

Third moment (/t 3 ) = 0*681766. 

Fourth moment (^ 4 ) = 2203*762099. 

/3i, which is /u. 3 2 //^ 3 = 0*000025; p z = m\p* = 3*161849. 

The critical function 2/3 2 — 3Pi —6 = 0*323623 is positive, and so the 
theoretical curve has an unlimited range. 

Professor Pearson’s measure of skewness for a curve of unlimited 
range is given by the formula 


1 

2 


\/pi -—- where r = — Si —. 

r + 2 2/3,—3/3 x — 6 


Here r = 40*080434 and skewness = 0*002262. It is clear from the 
values of the constants that the generalised probability curve wo aid 
not differ perceptibly from the symmetrical normal curve, where 
Pi ‘ == - 0 and p% = 3; 

The areal deviation of the curve of observation from the normal 
curve is only 5*1 per cent, of the whole area. 

Frontal Breadth— It will be seen from the table that throughout 
the life of the crab the mean of this dimension falls steadily; as the 
crab grows the forehead becomes relatively shorter. On this account 
it is difficult to obtain a satisfactory idea of the distribution of devia¬ 
tions. The means of groups 6 —7 do not differ widely, and so with 
these the constants of variation were calculated. The observed range 
throughout the whole series was 640—795 thousandths of standard, 
and so there are 39 of our units of deviation. The range in groups 
6 —7 (including 460 crabs) was 648—747 thousandths, that is, 25 
units. 


Centroid = 13*791305. m = 11*236156. 


<r = 3*352036. = 2*800794. 

m = 442*572048. 

pi = 0*005529. /3, = 3*505490. 

r = 15*084346. Skewness = 0*02845. 


Here again the critical function 2p 2 —3p l —6 = 0*994393 is positive 
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and so the generalised probability curve would be one of unlimited 
range. 

R . Antero-lateral .—The mean fluctuates considerably in the different 
groups, but there is a slight tendency to fall. Omitting the first 
group as being too small, it will be seen the mean falls about one 
unit in the whole series. 

Range of deviation = 732—831 thousandths of standard, giving 
25 units of variation. We select groups 6 —12 (1432 individuals) for 
forming a frequency curve. Here the range = 736—819 thousandths, 
giving 21 units. 

Fig-. 3.—It. Antero-lateral. 1432 Individuals (sea fig 2). 


Normal Carre. . 

.Symmetrical form 
of Type l.(Pearson) - 


\200 

..;Cy90 . : 


i vacfe. 


/ j/70 \ i 

i 160 V\ 

b i: 

! 140 \ \ 


// 

.// 

l 

C 


■ /. / 

i i 

//' 

'20 . % 

S ! ! \\ 

•j"° I :\\ 

'pj too \\ 

■^90 ' 

51 80 

fpo 

60 
9 50 

+0 \\ 

/ i 

/ 30 \ 

/ 20 ' \\ 

/■; \ \ \ 

\‘0 \ X - 

7JO 740 750 760 770 780 730 800 8/0 

77Q-83(M< an). 


Hi 

0 


HI . 

c ; 


VV; 

*\V 

\\ 


Centroid = 11*331704. ^ = 9*296165. 

<7 = 3*048978. /t 3 = -1*075979, 

P, = 255*659399. 

ft, = 0*001441. ft 2 = 2*958381. 

r - 134*096687. 

3/h-2/l 2 + 6 

Skewness = \ Vfti 2 — 0*01955. 
r —2 
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The critical function 2/^ 2 — ; 3/Si—G = — 0087561 is negative, and so 
the theoretical curve has a limited range. The calculated range was 
71*313123 units, and the observed range 21 units; thus they differed 
very widely. The range on the positive side of the origin was 
31*658658, and on the negative side 39*654465. As the frequency 
curve is very symmetrical, Professor Pearson’s generalised curve with 
limited range and symmetry was taken, 

y = y lt ( 1 —»7cr)“ 

where y 9 = 186-357143. a = 35-656561. 

m = 66*048343. 

The distance of maximum ordinate from centroid vertical is 0*0596, 
and this could not be indicated on the scale of diagram. Both this 
and the normal curve are drawn over the curve of observation 
(fig. 3). The generalised curve differs exceedingly little from the 
normal one, the areal deviations in the two cases being 7*7 and 7*5 
per cent, respectively. 

The flat top to the frequency curve made it at first seem prob¬ 
able that the curve was really the resultant of two normal ones. 
It was attempted to resolve it into its constituents by means of Pro¬ 
fessor Pearson’s equation of the ninth degree (‘Phil. Trans;,’ 
vol. 185). There were three real roots to the equation; two gave 
quite inappropriate solutions; the third gave a negative group of 
sixty crabs (with standard deviation == 1*450), having its maximum 
ordinate situated at —1*337 from the centroid, and a positive group of 
1492 crabs (standard deviation = 3*012), with maximum ordinate at 
— 0*0540. The selection of crabs so close to the mean would scarcely 
seem to correspond to any natural phenomenon, and the resultant 
curve, which was the difference of the two normal curves, fitted the 
curve of observation but very little better than the normal or skew 
curve in fig. 3, the areal deviation being 7*0 per cent. 

L. Antero-lateral. —Here the range of the mean is somewhat larger 
than on the right side, being about 1-J units. The range of deviation 
in the whole series is 720—823 thousandths. A frequency curve was 
drawn (fig. 4) with groups 6—12, where the range was 724—819 
thousandths, giving 24 units. 

Centroid =. 14*046787. ^ = 9*127467. 

cr = 3*021170. = -1*885642. 

jh = 263*267646. 


A = 0*004676. 
r = 42*246651. 


A = 3*160072. 
Skewness = 0*031099. 
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Fio. 4.—L. Antero-lateral. 1432 Individuals (see fig. 2). 
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777 6d (Heart) 


The critical function 2/3 2 —3/h—6 = 0*306116 is positive, and so the 
range is unlimited, as was the case with the total and frontal 
breadths. 

Using Professor Pearson’s skew curve of unlimited range, and 
putting 

x = a tan 0, 
y = y Q COS 2m 0e~ vB , 

y 0 = 152*4817. v = 4*550107. 

m = 22*123325. a = 19*291468. 

The distance of axis y from centroid = 2*077756, and the distance 
of maximum ordinate from centroid = 0*093918. Both this and the 
normal curve are drawn, and there is but very little difference 
between them, the areal deviations being 7*5 and 7*9 per cent, 
respectively. 

B. Bentary Margin .—The mean has a range of about 3| units, and 
it rises as the crab grows. The total range of deviation = 436—539 
thousandths. As in the other cases, groups 6—12 were selected, and 
a frequency curve drawn ; the range is 436—531 thousandths, giving 
24 units. 


we have 
where 
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Centroid = 11*504888. = 12*483682. 

<r = 3*533226. ^ = 1*936527. 

fi, = 451*998740. 

Pi = 0*001927. p 2 = 2*900359. 

r = 55*546793. Skewness = 0*023589. 

The critical function 2p 2 —3/3i—6 = —0*205063 is negative, and so 
the theoretical curve has a limited range. This range is 53*325; in 
the actual statistics it is 24, and so here as in the case of the 
R. antero-lateral it much exceeds any conceivable limit that may 
exist for the crab. 

L. Dentary Margin . —The trend and range of the mean resemble 
those of the R. dentary. The total observed range of deviation is 
417—524 thousandths. In groups 6—12 the range is 425—524, 
giving 24 units. 

Centroid = 14*071229. ^ = 12*061035. 

* = 3*472903. /x z = -4*649576. 

= 438*990665. 

Pi = 0*012322. p 2 = 3*017770. 

r = 8438*070126. Skewness = 0*055527. 

The critical function 2 p 2 —3/h—6 = —0*001426. Prom this we 
see that the theoretical curve has a limited range; but this range 
would be enormous, and the curve would closely resemble a normal 
curve. 

Correlation of the Organs. —Out of the six organs discussed, the 
frequency curves of three of them (total breadth, frontal breadth, and 
L. antero-lateral) give theoretical curves of unlimited range, while 
the other three (R. antero-lateral, R. and L. dentary margins) give 
curves of limited range. In every case the amount of skewness is 
small, and the diagrams show that the generalised probability curves 
do not give very obviously better fits than the normal curve. The 
fact of the R. antero-lateral giving a strictly limited range while the 
L. antero-lateral gives an unlimited one, demonstrates that little stress 
can be placed upon the type of curve which a series of observations 
may yield. 

In the present case the curves would appear to be sufficiently 
normal to allow us to find Gal ton’s function (known as r) for pairs of 
organs. For this purpose we shall employ the modified formula 

2 Deviation A x Deviation B 


no A a h 
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where n = number of individuals, and <r A and are the standard 
deviations of organs A and B respectively. This formula has recently 
been shown by Professor Pearson to be superior to the one formerly 
used (‘Phil. Trans./ vol. 187). 

The correlation surfaces are published as being of permanent value, 
and it is believed that such material as this will be of use in the 
future in elaborating or modifying the current theory of correlation. 
Pigs. 5 and 6 represent two r lines. The crosses were obtained by 

Pig-. 5.—R. and L. Antero-lateral. r = 0’86. 


+ 



/ / 


Dotted line = the r line inclined to axis x at tan -1 0*86. The continuous line 
joining the crosses is the line found on taking R. antero-lat. as subject. The 
circles indicate the points obtained when the L. antero-lat. is the subject. The 
probable errors of the dimensions are represented by the intervals X, 2, 3, &e., 
on both horizontal and vertical scales. 
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Fig. 6.—E. Antero-lateral and E. Dentary. r = 0*80. 



Dotted line is the r line inclined to axis x at tan”” 1 0*80. The continuous line join¬ 
ing the crosses is the line found on taking the E. antero-lat. as subject. The 
circles indicate the points obtained when the E. dentary is the subject. The 
probable errors of the dimensions are represented by intervals, 1, 2, 3, &e., On 
both horizontal and vertical scales. 

taking one dimension as the subject and the other as the relative, then 
for every unit of deviation of the subject the mean of the associated 
values of the relative was found. The values of the subject and the 
associated mean values of the relative are expressed in terms of 
their probable errors, and plotted along the axes of y and x respec¬ 
tively. The points indicated by circles were obtained by reversing 
the positions of subject and relative. 

It is clear that the crosses and circles do tend to lie along a line 
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inclined at tan” 1 r to the axis of x. The ends of the lines are irre¬ 
gular on account of the impossibility of obtaining a satisfactory mean 
to the relative at these points because of the paucity of individuals 
near the limits of the range of deviation. One sees that, in these two 
cases at least, the correlation surfaces must closely approximate to the 
symmetrical normal surface. 


Organs. 

Carcinus moenas. 
Naples race. 

Carcinus moenas. 
Plymouth race. 

Portunus 
depurator . 

Plymouth. 

r. 

Probable 
error 
of r. 

r. 

Probable 
error 
of r. 

r. 

Probable 
error 
of r. 

Total breadth and frontal 
breadth. 

0*08 

0*0211 

■ 

o-io 

0*0210 

0 *14 

0 *0305 

Total breadth and B, 
antero-lat.... 

0*66 

0*0100 

0 *65 

0 *0103 

0-67 

0 *0082 

Total breadth and B>. 
dentary. 

0*50 

0 *0143 

0-65 

0 *0130 

0*56 

0 -0107 

Frontal breadth and B. 
antero-lat. 

0*29 

0 -0187 

0 *24 

0 *0195 

0*30 

0 -0270 

Frontal breadth and B. 
dentary.. 

— 0 *23 

0-0197 

-0*18 

0 *0203 

-0*03 

0 0314 

Frontal breadth and L. 
dentary .. 

-0*26 

0-0193 

1 

-0*20 

0 *0201 

-0*01 

0*0314 

B. antero-lat. and L. 
antero-lat. 

0*76 

0 -0072 

0*78 

0*0066 

0*86 1 

0 *0035 

B. antero-lat. and B. 
dentary . 

0*71 

0-0086 

0*78 

0 *0066 

i 

0-80 

0 *0050 

B. antero-lat. and L. 
dentary.. .. . 

1 

0*60 

0-0117 

0*70 

0*0089 

0-74 

0 *0065 


In the above table the 2nd and 4th columns give the values of 
Gallon’s functions which Professor Weldon found for two races of 
female Gardnus moenas (‘Hoy. Soc. Proc.,’ vol. 54). The sixth 
column gives the values of r obtained for Portunus. 

' It is quite obvious that there is a marked similarity between the 
three columns of figures. The probable errors of r were found by 


the formula 0*6745 


which Professor Pearson shows will 


*/n(l ~f r 2 )’ 

give a close approximation (‘ Phil. Trans.,’ vol. 187). These probable 
errors were added to indicate how far the differences in the values of 
r are to be regarded as meaning actual deviations in the constants. 
The values obtained for the two races of Oarcinus differ from one 
another nearly as much as they do from the constants of Portunus. 

We have thus proved that the mutual relationships of the organs 
measured are almost as closely similar between the two genera Portu- 
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nus and Carcinus as between two not very sharply marked off races 
of a single species. 

Of course a considerable number of such comparisons would be 
necessary before any safe conclusions could be drawn, and the mean¬ 
ing of the differences observed could only be discovered by such a 
comparative treatment of a large series of genera. It is probable 
that the larger deviations do indicate real differences in the correla¬ 
tion constant, possibly such are associated with changes in habit or 
environment. For example, it is conceivable that a crab which 
swims might require to be more symmetrical than one that only 
crawls between the tide-marks. Portunus does swim to a certain 
extent, and one can see from the table that the correlation of the two 
sides of the body is greater in this genus than in the essentially shore¬ 
living Carcinus moenas . 
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I. Correlation Surface of Total Breadth and R. antero-lateral. 
1432 Individuals. 


Measurements 
in thousandths 
of carapace 
length. 
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Mr. E. Warren, 


II. Correlation Surface of Total Breadth and R. Dent ary. 
1432 Individuals. 


Measurements 
in thousandths 
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length. 
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III. Correlation Surface of Frontal Breadth and Total Breadth. 460 Individuals. 


Variation in Portunus depurator. 
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Mr. E. Warren, 


IV. Correlation Surface of Frontal Breadth and It. Antero-lateral. 
460 Individuals. 


Measurements 
in thousandths 
of carapace 
length. 

Frontal breadth. 
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Variation in Portunus depurator. 
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V. Correlation Surface of Frontal Breadth and R. Dentary. 
460 Individuals. 


Measurements 
in thousandths 
of carapace 
length. 
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Mr. E. Warren, 


YI. Correlation Surface of Frontal Breadth and L. Dentary. 
460 Individuals. 


Measurements 
in thousandths 
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VII. Correlation Surface of R. Antero-lateral and L. Antero-lateral. 

1432 Individuals. 
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Mr. E. Warren, 


VIII. Correlation Surface of ft. Antero-lateral and It. Dentary 
1432 Individuals. 
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IX. Correlation Surface of It. Antero-lateral and L. Dentary. 
1432 Individuals. 


Measurements 
in thousandths 
of carapace 
length. 

L. dentary. 

425-428 

429—432 

CO 

CO 

1 

CO 

3 

f 

1 

r-l 

5 

445—448 

449—452 

cc 

to 

1 

CO 

to 

o 

CD 

1 

<<P 

CD 

T 

rH 

CD 

T? 

465-468 

469—472 

CD 

1 

CO 

477—480 

3 

1 

00 

V 

485—488 

oq 

05 

1 

05 

3 

493—496 

497—500 

501—504 

505—508 

509—512 

CD 

iH 

ID 

1 

CO 

rH 

to 

517—520 

521—524 

R. antero-lateral. 



CO 

oq 

rH 

O 

05 

Q0 


CD 

tO 


CO 

oq 

rH 

o 

rH 

oq 

CO 


ID 

CD 

*> 

00 

05 

o 

rH 



rH 

rH 

rH 

rH 




















rH 

rH 

819—816 

10 




















1 

1 





815—812 

9 



















2 


1 




1 

811—808 

8 



















3 


1 

1 


1 


807—804 

7 


















1 

1 

1 

3 

1 




803—800 

6 















1 

2 

6 

8 

11 

3 

6 

2 




799—796 

5 












2 


1 

4 

11 

12 

7 

10 

5 

12 

2 


1 

1 

795—792 

4 












1 


4 

12 

11 

12 

20 

16 

4 

3 

2 




791—788 

3 









1 

1 


2 

5 

10 

12 

24 

24 

23 

8 

5 

1 

1 




787—784 

2 









1 

2 

8 

9 

14 

25 

35 

35 

19 

27 

8 

2 






783—780 

1 



1 



1 



3 

4 

8 

18 

19 

40 

28 

22 

15 

14 

7 

2 


1 

1 



779—776 

0 








2 

3 

4 

17 

21 

32 

32 

23 

20 

12 

4 

2 







775—772 

1 







1 

1 

8 

9 

13 

20 

36 

28 

25 

12 

8 

2 








771—768 

2 







4 

6 

9 

23 

30 

31 

21 

12 

9 

10 

2 




1 





767—764 

3 





1 

1 

3 

6 

15 

16 

19 

15 

13 

4 

4 

2 

1 









763—760 

4 





1 

2 

5 

3 

6 

11 

11 

14 

5 


3 











759—756 

5 

1 

1 



1 

2 

2 

10 

11 

4 

5 

1 


1 

1 











755—752 

6 


1 



1 

1 

2 

3 

9 

3 

3 





1 










751-748 

7 









2 

2 


3 



1 











747—744 

8 




3 


1 


1 

1 

2 
















743—740 

9 


























739—736 

10 








1 




















CO 

oq 

rH 

o 

05 

00 


CO 

to 


CO 

!<n 

tH 

o 

rH 

oq 

CO 

rft 

to 

CD 


00 

05 

o 

rH 



rH 

rH 

rH 

rH 








1 












rH 

rH ; 








Fig, 2*—Total Breadth. 1023 Individuals, 



Normal 


iSOQ-SiOfean). 


Horizontal scale represents thousandths of carapace length. Vertical scale represents number of individuals* 

































































































































Fig, 3.—R. Antero lateral. 1432 Individuals (see fig 2). 










































Fio. 4.—L. Antero-lateral. 1432 Individual (see fig. 2). 
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Fig, 5.—R. and L. Anterolateral. r — 0 86, 



Dotted line = the r line inclined to axis x at tan -1 0*86, The continuous line 
joining the crosses is the line found on taking It, untcro-Iat. as subject. The 
circles indicate the points obtained when the L. antero-Iat. is the subject. The 
probable errors of the dimensions are represented by the intervals 1,2, 3, &c., 
on both horizontal and vertical scales. 
































































Fig, 6. —R. Anterolateral and R* Dentary* r — 0'80* 



■ - . ■-«. _ . ,. ■ . 


Dotted line = the r line inclined to axis x at tan -1 0*86. The continuous lino 
joining the crosses is the line found on taking R t antero-Iat. as subject* The 
circles indicate the points obtained when the L. antero-lat. is the subject. The 
probable errors of the dimensions are represented by the intervals 1,2, 3, &c., 
on both horizontal and vertical scales. 





































































